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BILL NO. S - 70 -06- "£ | 

! 

SPECIAL ORDINANCE NO. S “jj[C2l2j£L I 

| 

AN ORDINANCE approving Emergency Resolution 
for Spy Run-Baltes Emergency Sewer Repair by 
JOHN DEHNER, INC. 

i 

1 

I 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 

SECTION 1. The Emergency Resolution of the Board of 
Public Works, dated May 28, 1970, for the Spy Run-Baltes 
Emergency Sewer Repair by JOHN DEHNER, INC., for a total cost of 

I 

$2,721.52 to be paid from the Sewer Utility Fund, is hereby in 
all things ratified, confirmed and approved. 

I 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 




APPROVED AS TO FORM 
AND LEGALITY,. 

' 




Mat % — . 

err* ATTORNiV 



Q 

— 




seconded by 


Read the first time in full and on motion by 

A 

- i and duly adopted, read the second time by title and referred 

OXt, 


to the (Committee on) 


(•and to the City Plan 


t 


n n mn ili if r l ii ii i v frm rrr im mn frt T rtl T in h'^ Trnri ^^ to be held after due Leg al-notic e. 

a t the Co u nci lChambers. City .Hall,. Fort Wavne, Indiana, on 

^fie • . ■ - 


E.S.T;* 

Date: 


day ol 


y-7' 


196 


.» at 


o'clock 




Read the third time in full and on motion by 
seconded by 



City Clerk 


* 


and duly adopted, placed on its passage. 


Passed (4J3ST) by the following vote: 
AYES €7 , NAYS 


Adams 

Dunifon 

Fay 

Geake 

Nuckols 

Robinson 

Rousseau 


ABSTAINED 


ABSENT 


to -wit : 




Steigerwald r ^ 
Tipton 


Date 


0 *3 7 d 





City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
4Z©ning^Map) (General) (Annexation) (Special) (^ppropriatien) Ordinance ^Resolutions) No S '/- A 


on the 


-g- J <jay 0 f 


ATTEST: (SEAL) 

City Clerk ^ : 



, 196 7 n • 

I 

V 




7 / 






Presiding/Officer 




Presented 




of 


itedjh.b v of the City of Fort Wayne, Indiana, on the ?-<-/■ day 

ipi , 19 at the hour of % ) Jo o'clock ,E.fi>.,T. 

§ \ r?* ’ r 


City Clerk 


Approved and signed by me this day of 


at the hour of / 0 ■' o'clock A .M.,E.g).T. 



, 196 7c 




Mayor 7 yy 


S-70-06-08 


Bill No. 

REPORT OF THE COMMITTEE ON CITY UTILITIES 

We 3 your Committee on City Utilities to whom was referred an Ordinance 

approving Emergency Resolution for Spy Run-Baltes Emergency Sewer Repair by 

JOHN DEHNER, INC., 


have had said Ordinance under consideration and beg leave to report back to the Common 



